TABLE A-16:  COSTS, DIRECT EMPLOYMENT AND ENERGY SAVINGS OF
SIX ENERGY CONSERVATION PUBLIC WORKS PROGRAMS

DIRECT JOBS CREATED(a)

Costs                                                                                                                               Energy Savings

Program                           (million 1976 $) Unskilled Skilled(b) Manuf. Construction  Total  (BPD Equivalent)

Retrofit Public

Schools & Colleges

Retrofit Hospitals

Retrofit Federal
Buildings

Low-Income

Weatherization

Weatherization &
Installation of
Solar Water
Heaters in HUD
Housing                                       42         2,100       200(c)    250(c)   -        2,550(c)      NA

Bike Path

Construction                           140         5,000       500       770      -        6,270         NA

TOTAL                                          1,642       74,600     9,600    16,270     -      100,470      92,000

SOURCE:  Senate Commerce Committee memorandum by S. Lynn Sutchffe and Alan R. Hoffman to Carter
Transition Group (December 14, 1976).
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tion employment figures account for drilling crews.
